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About MMR 


= MMR KSA Site & Power Founded in 1983 by Sheikh Mohammed Mansour Al-Rumaih, MMR is a subsidiary of 
Midis Energy Group (Part of the Midis Group). 


MMR started its activity by hiring highly qualified staff with thorough experience in the relevant and specialist 
fields of Power Solutions, Electro-Mechanical Installations & Support Systems, Computers, and Data 
Communications. 


Today, MMR is a well-known and reputable organization that has successfully served more than 1,000 
customers and successfully completed 100 plus large turnkey projects. 


MMR is an organization dedicated to a professional approach to meeting customers’ requirements in the 
Kingdom of Saudi Arabia. 


Its financial investment and customer support commitment is aimed at a long-term relationship with its 
customers. The Company's Head Office is in Riyadh and it has two branch offices in Jeddah and Al-Khobar. 


MMR is proud to count highly prestigious establishments on its record of satisfied customers. 


Novec Fire Suppression System 


= Aclean-agent fire suppressant called Novec1230 Fire Suppression Systems was created as a halon and 
hydrofluorocarbon (HFC) substitute. 


= Among clean agents, including inert gas, the Novec fire suppression system comprises Novec 1230 fluid, 
which has the largest margin of safety for human occupation. 


= The NOVEC1230 fluid has a global warming potential of 1, which is zero for ozone depletion potential 
and 99.9% lower than any halocarbon agent. 


#= The Novec1230 fluid from 3M quickly removes heat to put out a fire before it even begins. 


= When a fire is just starting, automatic fire-detecting sensors set off a release that puts it out in a matter 
of seconds. 


Our Advantage 


= Experience Implementing complicated projects for Large Data Centres, Telcos, and other sectors for 37+ years. 
= Expertise Engineers and technicians with certification and experience. 
# Affiliations Partnered with Vertiv and Kohler, 2 of the leading brands in the sector. 


= Support A committed group of qualified engineers and technicians will offer on-site assistance and 
maintenance services. 


Contact Us 


RIYADH — KSA 

Mohamad Mansour Al RumaihRiyadh Branch 
6601 Fatimah Az Zahra -Ar Rabwah Dist. 

Unit no. 1, 12815-3632Riyadh, KSA 

+966 114789260 


siteandpower@mdsa.com 


¢ KHOBAR — KSA 
¢ Mohamad Mansour Al RumaihKhobar Branch 


¢ Khobar Gate Tower(Al Shaikh Tower)Floor 3, 
Bandariyah31952 Khobar,KSA 


° +966 13 882 3860 
¢ mmrkho@mdsa.com 


